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SECRET 


18 JUN 1985 


MEMORANDUM FOR: Chief, Headquarters Operations, Maintenance and 
Engineering Division, OL 


ee 


FROM: 
Deputy Director of Personnel for Employee Benefits 
and Services 
SUBJECT: Stars in Headquarters Lobby 
REFERENCE: Memo dtd 16 May 1985 to DCI from DDA, 


"CIA Memorial Plaque" 


1. Per reference, the Deputy Director of Central Intelligence has 
approved stars being placed in the Headquarters lobby to commemorate the 


See err eee eel 


2. It is requested that you make arrangements witn[ id 
to have two stars placed on the memorial plaque sometime near the end o 


September or early October 1985. 


in the ra) 
Memorial Plaque. 


nor in conjunction with the placement of these stars on the 


3. It is requested that separate arrangements be made to have the i 
estar placed on the Plague at the end of October 1985 to honor 


reasons his name should not be listed in the Book of Honor. However, 
arrangements for a star to be placed in the Book of Honor should be made. 
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